RE:  Design  Charrette 


Subject:  RE:  Design  Charrette 
From:  "Julia  Marino"  <@> 

Date:  10/03/2016  09:59  AM 
To:  jdanganan@ccala.org 

Nick,  Elan  and  I  are  going  to  eat  lunch  at  GCM  and  check  out  the  space  again  for 
setup/logistics  purposes.  I  wasn't  planning  on  going  back  until  Friday,  but  let  me  know 
when  you're  going  and  if  I  can,  I  will. 

Julia  Marino 

Economic  Development  Associate 

—i  https  ://www.  do  wntov 


Downtown  Center  Business  Improvement  District 

626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
Call:  213-416-7529  I  Fax:  213-624-0858 
Web:  DowntownLA.com 


From:  Joanne  Danganan 

Sent:  Monday,  October  03,  2016  9:49  AM 

To:  Julia  Marino  <JMarino@downtownla.com> 

Subject:  Design  Charrette 

Are  you  going  to  the  Design  Charrette  any  time  before  your  workshop  on  Friday?  I  wanna 
stop  by  and  check  it  out 


^  cid:imageO( 

Joanne  Danganan 

Membership  Coordinator 

626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7511  I  fax:(213)624-0858 

JDanqanan@ccala.org 

ccala.org 
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